Safety Goggl es 


§ The protection afforded by 
1 the “Stoco” safety goggle is 
Protection | complete. It is impossible for 
| any missile — no matter how 

\ ... ...i large or small it may be or from 

what angle it may be traveling 
—to reach the eyes of a wearer of this protection glass. 
All safety goggles are designed to protect the eyes from 
direct frontal attack, most safety goggles provide more 
or less protection at the sides. The “Stoco” safety gog¬ 
gles by means of their exclusive design and construc¬ 
tion, not only afford all the protection afforded by 
other goggles but also protect between the eyes, 
pers and riveters in particular will appreci¬ 
ate this feature. 

The frame of the 
j “Stoco” safety goggle is 
Durability I stamped from a single 

1 sheet of metal, conse- 

.. J quently it has no 

soldered joints to come 
apart and no screws to work loose and be lost, i he 
broad strip of metal above the bridge makes it impos¬ 
sible for the goggle to warp or bend out of shape and 
incidentally provides very valuable protection between 
the eyes. The side shields, being of perforated metal, 
allow the same amount of side vision and ventilation, 
but are much stronger than the common wire mesh 
shields. The “Stoco” safety goggle is made from heav¬ 
ily nickeled metal that will not rust or corrode from the 
action of perspiration and may be sterilized daily 
without damage. When pitted or otherwise dam¬ 
aged, lenses may be instantly changed by anyone 
without the aid of special tools. A stock clerk, if he 
has fiddled with tiny screw devices, microscopic 


elastic head band in place of the metal earbows. It 
may be worn in perfect comfort over regular glasses 
if desired. 

.........| The “Stoco” safety goggle 

| may be had with either one of 
Lenses f two types of lenses as desired, 

I | “Celoglas” lenses or ordinary 

I..I optical glass lenses. “Stoco” 

safety goggles with “Celoglas” 


shatter-proof lenses are the best possible protection for 
every occupation that involves eye hazards. “Celo¬ 
glas” lenses are the height of achievement in lenses for 
protection purposes. They are composed of a thin 
sheet of celluloid cemented between two pieces of 
glass by an exclusive process. Even though the glass 
may be fractured by a severe blow, the lens will not 
leave the frame nor will particles fly into the eyes of 
the wearer. The “Celoglas” lens has a high degree 
of visibility, insuring perfect sight, and on casual 
inspection has the appearance of a lens of ordinary 
optical glass. 

Optical glass lenses, specially treated for strength 




screws and a frame slightly out of alignment, will 
appreciate the convenience of the “Stoco” rim-locked 
lenses. 


In spite of its substantial 
construction, the “Stoco” safety 
goggle is light in weight and 
i extremely comfortable. All 
j surfaces that bear on the face 
are broad and smooth so that 
the weight is widely distributed and all danger of cut¬ 
ting the face eliminated. The earbows are broad and 
flexible and hold the goggle snugly in place with no 
suggestion of cutting or chafing back of the ears. If 
desired, the “Stoco” safety goggle may be had with 


Comfort 


and free from defects, are also supplied in “Stoco” 
safety goggles. These are satisfactory for ordinary re¬ 
quirements but the “Celoglas” lens is earnestly recom¬ 
mended for all extra hazardous occupations, such as 
chipping, etc. Optical glass lenses are supplied in light 
or heavy weight. 


Sample 


We will send a sample of the 
“Stoco” Safety Goggle without 
charge to any Safety Engineer, 
Superintendent or Purchasing 
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Agent on receipt of request on 
letter head. State whether 
you desire sample supplied with easy cable earbows or 
black elastic headbands. 


STANDARD OPTICAL CO., GENEVA, N. Y. 
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